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ABSTRACT 

Interval  Modulation  (IM)  of  a  sinusoidal  carrier  is  a 
modulation  technique  unlike  AM,  FM,  or  PM.   IM  conveys  the 
information  of  a  message  waveform  by  modulating  an  interval 
between  bursts  of  a  sinusoidal  carrier.   IM  is  accomplished 
by  sampling  the  message  waveform,  producing  a  delay  propor- 
tional to  the  amplitude  of  the  sampled  message  waveform 
and,  upon  the  completion  of  the  delay,  initiating  a  burst 
of  a  fixed  number  of  full  cycles  of  a  sinusoidal  carrier. 
With  the  completion  of  the  burst,  another  sample  of  the 
message  waveform  is  taken  and  the  sequence  of  events  repeats 
Because  the  length  of  a  burst  is  fixed  and  because  the 
delay  between  bursts  is  dependent  upon  the  sampled  value 
of  the  message  waveform,  the  IM  signal  is  non-periodic. 
An  analysis  is  made  of  the  IM  signal  modulated  by  a  con- 
stant voltage  modulating  waveform  and  by  general  modulating 
waveforms.   Descriptions  are  given  for  the  circuits  used 
in  generation  and  detection  of  the  IM  signal.   IM  signal 
parameters  are  also  considered  for  use  with  message 
waveforms  in  the  audio  frequency  range. 
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I.   INTRODUCTION 

This  work  is  concerned  with  the  use  of  a  modulated 
interval,  between  bursts  of  a  sinusoidal  carrier,  to 
convey  the  information  in  a  message  waveform.   This  form 
of  modulation  will  be  referred  to  as  Interval  Modulation 
(IM) .   As  shown  in  Figure  1,  the  IM  signal  consists  of 
bursts,  of  fixed  length  Th,  of  a  sinusoidal  carrier  which 
are  separated  by  a  modulation  interval  T  .   IM  produces  a 

mm 


Figure  1.   IM  SIGNAL 


delay  between  bursts  of  the  sinusoidal  carrier.   This  delay 
is  proportional  to  the  amplitude  of  the  modulating  message 
waveform.   Thus,  IM  is  unlike  AM,  FM,  or  PM  which  vary 
the  amplitude,  frequency,  or  phase  of  a  carrier  in  accordance 
with  a  message  waveform. 


Results  indicate  that  IM  is  a  feasible  method  of  con- 
veying the  information  of  a  message  waveform.   In  particu- 
lar, successful  generation  and  detection  of  IM  signals 
has  been  accomplished  using   modulating  message  waveforms 
in  the  audio  frequency  range. 

The  IM  signal  will  first  be  characterized  for  modulation 
by  a  constant  voltage  and  then  consideration  will  be  given 
to  the  IM  signal  with  general  modulating  message  waveforms. 
The  design  of  a  modulator  for  generation  of  the  IM  signal 
and  the  design  of  a  demodulator  for  detection  of  the  IM 
signal  are  then  considered. 

Although  the  use  of  IM  has  been  successfully  demonstrated, 
there  are  questions  which  remain  concerning  its  limitations 
and  capabilities.   Therefore,  topics  recommended  for  further 
investigation  are  given  at  the  end  of  this  report. 
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II.   DEVELOPMENT  OF  INTERVAL  MODULATION 

The  IM  technique  conveys  the  information  of  a  message 
waveform  by  modulating  an  interval  between  bursts  of  a 
sinusoidal  carrier.   Preliminary  investigation  of  sine 
wave,  square  wave,  and  triangular  wave  modulation  of  the 
IM  signal  indicated  the  feasibility  of  using  a  phased- 
locked  loop  as  the  demodulator  for  the  IM  signal.   With 
this  result,  effort  was  directed  toward  the  design  of  a 
modulator  to  produce  the  IM  signal  for  modulating  message 
waveforms  in  the  audio  frequency  range.   The  modulator 
was  designed  to  allow  for  wide  variations  in  the  IM  signal 
parameters.   This  was  due  to  the  uncertainty  which  existed 
as  to  which  IM  signal  parameters  would  effect  demodulation 
of  the  IM  signal  by  a  phase-locked  loop.   It  was  determined 
that  various  combinations  of  signal  parameters  were  possi- 
ble which  allowed  for  modulation  and  demodulation  of  the 
IM  signal.   Specifically,  good  audio  communication  was 
achieved  for  a  sinusoidal  carrier  frequency  of  200  kHz, 
a  burst  length  of  20  ys  (four  full  cycles  of  the  carrier 
per  burst) ,  and  interval  modulation  over  a  range  from 
9.8  ys  to  10.2  ys. 
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III.   INTERVAL  MODULATION  WITH  DC  VOLTAGE  MODULATION 

Interval  Modulation  (IM)  of  a  sinusoidal  carrier  con- 
veys the  information  of  a  modulating  message  waveform, 
m(t) ,  by  sampling  m(t)  at  the  completion  of  a  burst  of 
the  sinusoidal  carrier  and  varying  the  interval  before  the 
next  burst  by  an  amount  proportional  to  the  amplitude  of 
the  sampled  value  of  m(t).   A  complete  description  of  the 
method  used  to  implement  IM  will  be  discussed  shortly. 
For  the  moment  discussion  will  be  limited  to  consideration 
of  the  IM  signal  modulated  by  a  constant  voltage.   For 
a  given  DC  voltage  the  intervals  between  the  bursts  of  the 
sinusoidal  carrier  are  fixed  and  equal.   Therefore,  the 
IM  signal  modulated  by  a  constant  voltage  is  periodic. 

It  is  possible  to  characterize  the  IM  signal  in  the 

case  of  modulation  by  a  constant  voltage  by  restricting 

the  length  of  a  burst  of  the  sinusoidal  carrier  to  a  fixed 

number  j  (j  =  1,2,3,....)  of  full  cycles  of  the  sinusoidal 

carrier  and  by  restricting  the  modulation  interval  to  an 

equivalent  number  k  (k  =  0,1,2,...)  of  full  cycles  of  the 

sinusoidal  carrier  plus  some  portion  x   (0  ^  x_  —  1)  of 

r  o       o 

a  cycle  of  the  sinusoidal  carrier.   By  letting   T  be  the 

period  of  the  sinusoidal  carrier  in  the  burst,  the  length 

of  the  burst  becomes  jT   and  the  interval  between  the 

J  c 

bursts  becomes   T  =  (k  + x  ) T   .   Therefore,  the  basic 

X         o   c 

period  of  the  IM  signal  becomes   T  =  (j  +k  +  x  )T   . 
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Letting  I  =   j  +k   simplifies  this  to 


T  =  (I  +  x   )T 
s        o   c 


Note  that   fg  =  1/TS   is  the  sampling  frequency  for  the 
IM  signal  modulated  by  a  constant  voltage.   An  example  of 
the  IM  signal  for  a  particular  DC  modulating  voltage  is 
shown  in  Figure  2. 


Figure  2.   IM  SIGNAL  MODULATED  BY  A  CONSTANT  VOLTAGE. 
f   =  200  kHz,  T  =  5  us,  j  =  4,  k  =  2, 

I   =  6,  x  =    0,  T,  =  20  ys,  T   =  10  us,  and 
Ts  =  30  ys.      D  x 


With  the  IM  signal  as  described  above  it  is  possible 
to  expand  it  in  a  trigonometric  Fourier  series  and  arrive 
at  a  frequency  domain  representation  of  the  IM  signal  for 
DC  voltage  modulation.   The  result  of  this  analysis  (the 
details  of  which  are  given  in  Appendix  A)  is  that  the 
spectrum  of  the  IM  signal,  modulated  by  a  constant  voltage, 
consists  of  discrete  lines  at  harmonics  of  the  sampling 
frequency  and,  for   x  =0  (i.e.,  the  DC  voltage  is 
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judiciously  chosen  such  that  the  interval  between  bursts 
is  exactly  equivalent  to  a  full  number  of  cycles  of  the 
sinusoidal  carrier) ,  the  principal  line  in  the  spectrum 
occurs  at  the  carrier  frequency.   Figure  3  is  the  spectrum 
produced  by  the  IM  signal  in  Figure  2. 


Figure  3.   SPECTRUM  OF  IM  SIGNAL  MODULATED  BY  A  CONSTANT 
VOLTAGE.   Frequency  range  of  0  to  450  kHz. 


The  spectral  lines  in  Figure  3  occur  at  harmonics  of  the 

sampling  frequency,  in  this  case  33.3  kHz.   This  spacing 

is  more  easily  seen  in  Figure  4. 

For   x   not  equal  to  zero  the  magnitude  and  location 

of  the  spectral  lines  of  the  IM  signal  change.   For   x 

not  equal  to  zero  the  location  of  the  i  '  spectral  line 
if         if 


shifts  from 


to 


TT 


This  is  because  an  increase 


in   x   corresponds  to  a  decrease  in  the  sampling  frequency. 
The  magnitude  of  each  spectral  line  for  a  non-zero   x 
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Figure  4.   EXPANDED  PORTION  OF  FIGURE  3. 

Frequency  range  of  15  0  kHz  to  250  kHz 


is  slightly  more  complicated  to  calculate,  but  the  effect 
is  that  the  line  which  moves  to  the  left,  away  from   f   , 
decreases  in  magnitude  while  the  line  moving  to  the  left, 
toward   f   ,  increases  in  magnitude.   This  effect  is  seen 
by  a  comparison  of  Figure  5  with  Figure  3.   (x  =  0  in 
Figure  3  and  x   =  0.32  in  Figure  5.)   Figure  6  is  an 
expanded  portion  of  Figure  5  and  shows  the  shift  in  location 
of  the  sixth  spectral  line  from  200  kHz  to  190  kHz  and  the 
shift  in  location  of  the  seventh  spectral  line  from  233.3 
kHz  to  221.2  kHz.   Therefore,  as   x   is  slowly  increased 
toward  one,  the  spectral  lines  of  Figure  6  shift  to  the 
left  until,  with   x   equal  to  one,  the  principal  spectral 
line  in  the  series  becomes  the  seventh  and  is  located  at 
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Figure  5.   SPECTRUM  OF  IM  SIGNAL  MODULATED  3Y  A 
CONSTANT  VOLTAGE  WHEN  x^  J    0 . 


f   =  200  kHz,  j 

and  x  =0.32. 
o 


=  4,  k  =  2,  I   =  6, 


Figure  6.   EXPANDED  PORTION  OF  FIGURE  5 
Frequency  range  of  150  kHz 
to  250  kHz. 
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f  .   An   x   equal  to  one  is  equivalent  to  holding  x 
at  zero  and  increasing  I     by  one.   Therefore,  increasing 
I      also  results  in  the  spectral  lines  shifting  to  the 
left,  decreasing  in  magnitude  as  they  move  away  from  f 
and  increasing  in  magnitude  as  they  move  toward   f   . 
These  shifts  in  frequency  of  the  spectral  lines  and  the 
changes  in  their  magnitudes  has  impact  upon  the  demodulation 
of  the  IM  signal. 
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IV.   INTERVAL  MODULATION  WITH  GENERAL 
MODULATING  WAVEFORMS 

For  the  case  of  the  IM  signal  modulated  by  a  constant 

voltage  the  interval  between  the  bursts  of  the  sinusoidal 

carrier  is   T  =  (k  +  x  )  T   .   To  include  the  effect  on 
X         o   c 

T^  of  the  amplitude  of  a  general  modulating  message 

waveform  m(t)  ,  let   x(t)  =  x  +bm(t)  ,  where   b   is  a 

constant.   Then,  for  a  general  m(t)  ,  any  particular 

sample  of  the  modulating  waveform  will  produce  an  interval 

between  bursts  of  the  sinusoidal  carrier  given  by 

T  =  (k+x(t))  T   .   For  a  general  modulating  message 
x  c 

waveform  the  IM  signal  does  not  lend  itself  to  the  Fourier 

analysis  done  in  the  case  of  the  IM  signal  modulated  by  a 

constant  voltage.   But,  if  the  range  of  variation  in   x(t) 

is  small  and  if  the  sampling  frequency  is  sufficiently 

greater  than  the  maximum  frequency  contained  in  the 

message  waveform,  then  adjacent  samples  of  the  message 

waveform  are  almost  equal  and  a  quasi-static  approximation 

f 
to  the  sampling  frequency  of  y      c —  can  be  used. 

c 
For  a  small  range  of  variation  of   x(t)  ,  the  spectrum 

produced  by  the  IM  signal  appears  to  be  very  similar  to 

that  which  would  be  produced  by  a  PDM  type  signal.   This 

similarity  becomes  apparent  by  the  application  of  sine  wave 

modulation  to   T   .   This  has  the  effect  of  producing 

sidebands,  similar  to  those  which  would  be  seen  with  frequency 
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modulation,  about  each  harmonic  of  the  quasi-static  sampling 
frequency.   This  is  almost  precisely  what  would  be  expected 
as  the  frequency  spectrum  for  a  PDM  signal  [Reference  1] . 
For  example,  a  4  kHz  sine  wave  modulating  waveform  produces 
the  IM  signal  shown  in  Figure  7. 


Figure  7.   IM  SIGNAL  MODULATED  BY  A  SINUSOID. 

f   =  200  kHz,  j  =  4,  k  =  2,  I   =  6, 

x   =  0,  and  -0.04  <  x(t)  <  0.04 
o  —      — 

(9.8  ys  <  T     10.2  us) . 


This  IM  signal  has  the  spectrum  shown  in  Figure  8.   Visible 
in  Figure  8  are  the  fifth,  sixth,  and  seventh  harmonics 
(with  their  associated  sidebands)  of  the  quasi-static 
sampling  frequency.   Notice  that  the  principal  line  in 
the  spectrum  is  at  the  carrier  frequency,   f   =  200  kHz. 
Figure  9  is  an  expanded  portion  of  Figure  8  and  shows  the 
FM  type  sidebands  associated  with  the  sixth  harmonic  of 
the  quasi-static  sampling  frequency.   Since  the  modulating 
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Figure  8.   SPECTRUM  OF  IM  SIGNAL  OF  FIGURE  7. 

Frequency  range  of  150  kHz  to  250  kHz 


Figure  9.   EXPANDED  PORTION  OF  FIGURE  8 
Frequency  range  of  190  kHz 
to  210  kHz. 
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waveform  is  at  4  kHz,  the  sidebands  are  at  200  kHz  ±  4 

kHz  and  200  kHz  ±  8  kHz  (f  ± f   and  f  ± 2f  ) .   These 

cm      ,c    m 

sidebands  are  observed  to  exist  about  each  of  the  harmonics 
of  the  quasi-static  sampling  frequency. 

Figure  10  is  an  example  of  the  spectrum  (centered  about 
the  eighth  harmonic  of  the  quasi-static  sampling  frequency) 
of  the  IM  signal  modulated  by  music. 
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Figure  10.   SPECTRUM  OF  IM  SIGNAL  MODULATED  BY  MUSIC. 
Frequency  range  of  172  kHz  to  222  kHz. 
fc  =  197  kHz,  j  =  4,  k  =  4,  I   =  8,  x  =0, 

and  -0.1  <_  x(t)  <_  0.1  (23.5  ys  <_  T   <  24.5  ys) 


If  the  range  of  variation  of   x(t)   is  made  large,  say 
±  0.5,  then  the  amplitude  of  the  sidebands  icreases  and 
produces  a  spectrum,  centered  about  each  of  the  harmonics 
of  the  quasi-static  sampling  frequency,  which  is  similar 
to  a  large  modulation  index  FM  spectrum.   The  spectrum  about 
each  harmonic  resembles  the  probability  density  function 
of  the  modulating  signal.   This  can  se  seen  in  Figure  11. 
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a.   IM  SIGNAL  MODULATED  BY  SINE  WAVE 


IM  SIGNAL  MODULATED  BY  TRIANGULAR  WAVE 


Figure  11.   SPECTRUM  OF  IM  SIGNAL  FOR  LARGE  AMPLITUDE 
MODULATING  SIGNAL.   Frequency  range  of 
145  kHz  to  245  kHz.   f   =  195  kHz,  j  =  4, 
k  =  5,  I  =    9,  x      =  0,  §nd  -0.5  <_x(t)  <_  0 . 5 
(23  ys  <  T  <  28.2  ys)  . 
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c.   IM  SIGNAL  MODULATED  BY  SQUARE  WAVE 


Figure  11 
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V.   INTERVAL  MODULATION  SIGNAL  MODULATOR 

The  IM  signal  modulator  uses  samples  of  the  input 

message  waveform  m(t)   to  determine  the  length  of  the 

interval  between  the  bursts  of  the  sinusoidal  carrier. 

This  is  accomplished  in  the  following  manner:   m(t)   is 

sampled  and  after  a  delay  of   T   seconds,  where   T    is 

x         '         x 

proportional  to  the  amplitude  of  the  sampled  value  of 
m(t)  ,  a  burst  of   j   full  cycles  of  the  sinusoidal  carrier 
is  transmitted.   Upon  completion  of  the  burst,   m(t)   is 
again  sampled  and  the  sequence  of  events  repeats.   The 
sampling  of   m(t)   is  non-periodic;  the  length  of  the  burst 
is  fixed  while  the  interval  between  the  bursts  is  a  function 
of  the  sampled  amplitude  of  m(t)  . 

The  character  of  the  IM  signal  depends  upon  several 
parameters.   These  parameters  include  the  number  of  cycles 
in  a  burst,  the  frequency  of  the  sinusoidal  carrier  com- 
prising the  burst,  the  length  of  the  basic  interval  between 
bursts,  and  the  range  of  variation  (due  to  the  amplitude 
of  the  modulating  signal)  of  the  interval  between  bursts. 
For  this  reason,  the  IM  signal  modulator  is  designed  to 
permit,  within  certain  limits,  variation  in  the  IM  signal 
parameters.   Figure  12  shows  the  basic  block  diagram  for 
the  IM  signal  modulator.   Referring  to  Figure  12,  the 
frequency  of  the  sinusoidal  carrier  is  varied  by  changing 
the  frequency  of  the  Gated  Sinusoidal  Burst  Generator. 
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The  number  of  cycles  of  the  sinusoidal  carrier  in  each 
burst  is  controlled  by  changing  the  length  of  the  Burst 
Window  Generator.   The  basic  interval  between  bursts  is 
controlled  by  changing  the  slope  of  the  ramp  output  from 
the  Gated  Ramp  Generator.   And,  the  range  of  variation  of 
the  interval,  due  to  modulation,  is  controlled  by  the 
amplitude  of  the  modulator's  input  signal. 

Figure  13  is  a  simplified  timing  diagram  for  the  IM 
signal  modulator  and  shows  the  sequence  of  events  to  produce 
the  IM  signal.   The  operation  of  the  modulator  is  as 
follows.   Coincident  with  the  completion  of  a  burst  of  the 
sinusoidal  carrier  a  sample  command  is  issued  to  the 
Sample  and  Hold  circuit  and  the  Gated  Ramp  Generator  is 
turned  on.   The  outputs  from  the  Sample  and  Hold  circuit 
and  the  Gated  Ramp  Generator  are  fed  through  a  Differential 
Amplifier  having  zero  volts  output  when  the  output  of  the 
Sample  and  Hold  circuit  is  equal  to  the  output  of  the  Gated 
Ramp  Generator.   The  Zero  Crossing  Detector  following  the 
Differential  Amplifier  notes  the  zero  crossing  and  turns 
on  the  Burst  Window  Generator.   The  Burst  Window  Generator 
then  gates  on  the  Gated  Sinusoidal  Burst  Generator.   The 
length  of  the  burst  from  the  Gated  Sinusoidal  Burst  Gen- 
erator is  a  function  of  the  length  of  the  Interval  Modu- 
lated Gate  signal  produced  by  the  Burst  Window  Generator. 
The  length  of  the  Interval  Modulated  Gate  signal  is  con- 
trolled by  a  timing  sequence,  the  duration  of  which  is 
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Figure  13.   TIMING  DIAGRAM  OF  THE  IM  SIGNAL  MODULATOR 
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variable.   Upon  completion  of  the  timing  sequence  the 
Interval  Modulated  Gate  signal  is  turned  off,  another  sample 
is  taken,  and  the  sequence  of  events  repeats.   A  further 
description  of  the  operation  of  the  IM  signal  modulator, 
along  with  detailed  circuit  diagrams  and  waveforms  repre- 
sentative of  the  logic  timing,  is  contained  in  Appendix 
B. 

The  device  used  as  the  Gated  Sinusoidal  Burst  Generator 
is  an  Interstate  Electronics  Corporation  F-36  AM/FM  Function 
Generator.   The  F-36  Function  Generator,  in  its  gated  mode, 
produces  full  cycles  of  an  output  sinusoid  for  an  input 
gate  signal  and  therefore  serves  to  produce  the  IM  signal. 
The  fact  that  the  Interval  Modulated  Gate  signal  may  have 
terminated  before  the  completion  of  the  final  cycle  of  the 
burst  is  of  no  consequence  because  the  modulation  of  the 
interval  between  the  bursts  of  the  sinusoidal  carrier  is 
applied  to  the  location  of  the  start  of  the  burst.   This 
is  shewn  in  Figure  14,  where  the  top  trace  is  the  Interval 
Modulated  Gate  signal  and  the  bottom  trace  is  the  IM 
signal.   The  IM  signal  in  Figure  14  consists  of  four  cycles 
of  a  2  00  kHz  sinusoidal  carrier  with  a  modulation  interval 
of  from  9.8  ys  to  10.3  ys.   This  range  of  variation  of 
the  modulation  interval  is  produced  by  a  0.14  volt  peak- 
to-peak  sine  wave  input  to  the  modulator. 

The  modulator  allows  for  a  burst  window  of  from  4  ys 
to  in  excess  of  100  ys  and  a  modulation  interval  of  from 
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Figure  14.   IM  GATE  SIGNAL  AND  IM  SIGNAL 

1  ys  up  to  36  ys.   Because  the  length  of  the  burst  window, 
the  basic  modulation  interval,  and  the  sinusoidal  carrier 
frequency  are  all  related,  it  is  necessary  to  choose  these 
parameters  judiciously.   For  example,  with   x  =  0   and  for 
a  small  range  of  variation  of   x(t)  ,  the  quasi-static 
sampling  frequency  of  the  modulator  is   fc/£   (where 
I  =   j  + k) .   Therefore,  to  meet  the  Nyquist  rate  sampling 

criterion,  I      should  be  no  greater  than   f  /2f   where 

.  cm 

f    is  the  maximum  frequency  in  the  message  waveform.   This 
means  that  for   f   =  200  kHz  ,  and  with  an  audio  input  to 
the  modulator,  I      should  be  no  greater  than  25. 
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VI.   INTERVAL  MODULATION  SIGNAL  DEMODULATOR 

The  IM  signal  demodulator  is  a  phase-locked  loop 
followed  by  an  audio  amplifier  as  shown  in  block  diagram 
form  in  Figure  15  (a  detailed  circuit  description  is  given 
in  Appendix  C) .   The  phase-locked  loop  is  set  to  have  a 
free-running  frequency,   f   ,  close  to  the  frequency  of 
the  sinusoidal  carrier.   (In  most  instances  the  sinusoidal 
carrier  frequency  is  approximately  200  kHz.)   A  lowpass  RC 
filter  is  used  as  the  loop  filter.   This  results  in  a 
second-order,  type-zero  loop  [Reference  2] .   The  cutoff 
frequency  of  the  lowpass  RC  filter  is  chosen  to  be  approxi- 
mately 11  kHz,  which  is  adequate  to  pass  audio  frequency 
signals.   But,  even  with  the  cutoff  frequency  of  the  lowpass 
RC  filter  set  as  low  as  450  Hz,  demodulation  of  an  audio 
signal  is  obtained.   This  may  be  due  to  the  fact  that  the 
energy  in  a  typical  voice  spectrum  is  concentrated  in  the 
range  of  100  Hz  to  600  Hz  [Reference  3] .   A  more  likely 
explanation,  however,  is  the  effect  of  the  loop  bandwidth 
on  the  allowable  frequency  range  for  demodulation  of  the 
message  waveform.   For  the  loop  filter  with  a  cutoff  fre- 
quency of  11  kHz  the  capture  range  of  the  phase-locked 
loop  extends  from  158  kHz  to  233  kHz.   Since  the  capture 
range  of  a  phase-locked  loop  is  typically  three  to  four 
times  the  loop  bandwidth,  this  implies  a  loop  bandwidth 
of  approximately  20  kHz  to  25  kHz.   For  the  loop  filter 
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Figure  15.   BLOCK  DIAGRAM  OF  THE  IM  SIGNAL  DEMODULATOR 
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with  a  cutoff  frequency  of  4  50  Hz  the  capture  range  of 
the  phase-locked  loop  extends  from  176  kHz  to  217  kHz. 
This  implies  a  loop  bandwidth  of  approximately  10  kHz 
to  13  kHz.   Therefore,  both  configurations  have  a  loop 
bandwidth  sufficient  to  pass  frequencies  in  the  audio 
range.   Figure  16a  is  an  example  of  the  demodulated  output 
of  the  phase-locked  loop  (bottom  trace)  for  a  4  kHz  sine 
wave  input  to  the  modulator  (top  trace)  when  the  cutoff 
frequency  of  the  loop  filter  is  450  kHz. 


a.   4  50  HZ  LOOP  FILTER  CUTOFF  FREQUENCY. 
Scale  factors  are  for  the  top  trace 
0.05  v/div.  and  for  the  bottom  trace 
0.01  v/div.   The  time  scale  is 
100  ys/div. 


.  Figure  16.   OUTPUT  OF  IM  SIGNAL  DEMODULATOR 
FOR  SINUSOIDAL  MODULATION. 

Figure  16b  is  an  example  of  the  demodulated  output  of 
the  phase-locked  loop  when  the  cutoff  frequency  of  the  loop 
filter  is  11  kHz.   The  IM  signal  parameters  for  Figure  16 
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are   f   =  200  kHz  ,  j  =  4,  k  =  2,  I   =  6 ,  x  =0,   and 


o 


-0.4  <_  x(t)  <_  0.04   (9.8  ys  <_  T   <_  10.2  ps)  . 


Figure  16.   b.   11  kHz  LOOP  FILTER  CUTOFF  FREQUENCY. 

Scale  factors  for  both  traces  are 
0.05  v/div.   The  time  scale  is 
200  ys/div. 


As  noted  previously,  the  spectral  lines  of  the  IM 
signal  modulated  by  a  constant  voltage  occur  at  the  har- 
monics of  the  quasi-static  sampling  frequency.   And,  with 
the  application  of  a  general  modulating  voltage,  sidebands 
develop  about  each  of*  these  spectral  lines.   The  successful 
demodulation  of  the  IM  signal  by  the  phase-locked  loop 
appears  to  be  due  to  the  ability  of  the  loop  to  lock  to 
the  main  spectral  line  at  the  carrier  frequency  (with 

x  =  0)  and  effectively  lowpass  filter  the  sidebands 
o 

surrounding   f   . 

For   x  =  0   the  principal  line  in  the  IM  signal 
spectrum  occurs  at   f   .   The  phase-locked  loop  has  no 
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difficulty  in  locking  to  this  spectral  line.   But  for  a 

non-zero   x   there  is  a  change  in  position  and  magnitude 

of*  the  spectral  lines  at  the  harmonics  of  the  quasi-static 

sampling  frequency.   For  example,  when   x  =  0.5  ,  these 

harmonics  are  centered  about   f   and  the  lines  on  either 

c 

side  of   f    are  of  comparable  strength.   This  results  in 

serious  problems  in  demodulation  because  the  phase-locked 

loop  appears  unable  to  lock  to  one  line.   Therefore,  to 

ensure  that  the  principal  spectral  line  of  the  IM  signal 

is  at   f   ,  zero  is  the  choice  for   x 
c  o 

As  the  interval  between  the  bursts  of  the  sinusoidal 
carrier  is  increased  or  decreased,  the  spectral  lines  of 
the  IM  signal,  at  the  harmonics  of  the  quasi-static  sampling 
frequency,  shift  to  the  left  or  the  right  respectively. 
But,  since  each  spectral  line  carries  with  it  sidebands 
which  contain  the  modulation  information,  sweeping  the 
main  spectral  lines  past   f   only  causes  the  phase-locked 
loop  to  drop  lock  on  what  had  been  the  principal  spectral 
line  within  the  loop's  bandwidth  and  acquire  lock  on  what 
becomes  the  new  principal  spectral  line  within  the  loop's 
bandwidth. 

The  question  now  arises  as  to  the  allowable  range  of 
variation  of   x(t)   for  successful  demodulation  of  the  IM 
signal  by  the  phase-locked  loop.   Sine  wave  modulation  of 
the  IM  signal  was  shown  in  Figure  7  for   -0.04  _<  x(t)  <_  0.04 
This  range  of  variation  of   x(t)   produces  the  frequency 
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spectrum  shown  in  Figures  8  and  9 .   Note  that  in  Figure  9 

the  level  of  the  spectral  line  at   f    is  dominant  over 

c 

the  sidebands.   This  range  of  variation  of   x(t)   results 
in  good  demodulation  of  the  IM  signal.   But,  a  further 
increase  in  the  range  of  variation  of   x(t)   increases  the 
level  of  the  sidebands  relative  to  the  level  of  the  carrier 
frequency  component  and  affects  the  ability  of  the  phase- 
locked  loop  to  demodulate  the  IM  signal.   For  example, 
when  the  range  of  variation  of   x(t)   is  increased  to 
-0.15    x(t)  <_  0.15   (while  all  other  IM  signal  parameters 
are  maintained  the  same  as  they  were  for  Figure  7)  the 
IM  signal  (Figure  17a)  produces  a  spectrum  which  has  side- 
bands whose  levels  are  almost  equal  to  the  level  of  the 
carrier  frequency  component.   This  effect  is  shown  in 
Figures  17b  and  17c. 


a.   IM  SIGNAL.   Produced  by  a  4  kHz  sine 

wave  input  to  modulator.   f   =  200  kHz, 

j  =  4,  k=2,  1=6,    x  =  0,  and 

-0.15  <  x(t)  <  0.15  (9.25  ys  <  T  <  10.75  ys) 


Figure  17.   EFFECTS  OF  AN  INCREASE  IN  THE  AMPLITUDE 
OF  THE  MODULATING  SIGNAL. 
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Figure  17.   b.   SPECTRUM  OF  a.   Frequency- 
range  of  150  kHz  to  250  kHz 
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Figure  17.   c. 


EXPANDED  PORTION  OF  b.   Frequency 
range  of  190  kHz  to  210  kHz. 
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The  point  to  note  here  is  that  this  increased  range  of 
variation  of   x(t)   results  in  some  distortion  of  the 
demodulator's  output.   Now,  if  the  range  of  variation  of 
x(t)   is  further  increased  to   -0.225  <_  x(t)  £  0.225 
the  IM  signal  (Figure  18a)  produces  sidebands  about  the 
carrier  frequency  component  which  are  on  a  level  greater 


IM  SIGNAL.   Produced  by  a  4  kHz  sine 
wave  input  to  modulator.   f   =  200 
kHz,  j  =  4,  k=  2,  £  =  6,  xQ  =  0, 

and   -0.225    x(t)  <_  0.225 
C8.875  ys    T    11.125  ys) . 


Figure  18.   EFFECTS  OF  A  FURTHER  INCREASE  IN  THE 
AMPLITUDE  OF  THE  MODULATING  SIGNAL. 


than  that  of  the  spectral  line  at   f   .   This  effect  is 
shown  in  Figures  18b  and  18c.   With  this  large  a  range  of 
variation  of   x(t)  ,  demodulation  of  the  IM  signal  by  the 
phase-locked  loop  is  not  possible.   This  is  probably  be- 
cause, with  the  decrease  in  the  level  of  the  carrier 
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Figure  18.   b. 


SPECTRUM  OF  a.   Frequency 
range  of  150  kHz  to  250  kHz. 


-20*31*.  •■-.'.  2QQP&CHZ 


. 


/  % 


lGd3/ 


■.:-feBfe{,^--."~ 


Figure  18.   c.   EXPANDED  PORTION  OF  b.   Frequency 

range  of  190  kHz  to  210  kHz. 
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frequency  spectral  line  relative  to  the  level  of  the 
sidebands,  the  phase-locked  loop  loses  lock  on  the  spectral 
line  at   f    and  thereby  loses  its  ability  to  coherently 
demodulate  the  IM  signal. 

In  addition  to  the  effect  of  the  range  of  variation  of 
x(t)   on  the  phase-locked  loop's  ability  to  demodulate  the 
IM  carrier  signal,  consideration  must  be  given  to  the  choice 
of   j   and  I    .   If   j   is  small  as  compared  to  I      then 
the  magnitude  of  the  carrier  component  at   f   will  be 
decreased  relative  to  the  magnitude  of  the  carrier  component 
if   j   were  close  to  I    .   Thus,  for  small   j  ,  as  compared 
to  I    ,  slight  degradation  in  the  quality  of  the  demodulated 
signal  is  observed.   But,  of  more  significance  than  the 
choice  of   j   is  the  choice  of  I    .   For  a  given  carrier 
frequency  the  choice  of  I     determines  the  quasi-static 
sampling  frequency  of  the  modulator   (f  /I)      and  hence 
the  spacing  between  the  spectral  lines  of  the  IM  signal. 
For  example,  for   f   =  200  kHz   and  I  -   20  ,  the  spectral 
components  occur  every   10  kHz  .   This  implies  a  quasi- 
static  sampling  frequency  of   10  kHz  .   So,  if  a  5  kHz 
sine  wave  were  then  used  to  modulate  the  IM  signal  the 
resulting  sidebands  surrounding  each  of  the  spectral  lines 
of  the  quasi-static  sampling  frequency  would  overlap. 
This  is  the  familiar  problem  of  aliasing.   Therefore, 
successful  demodulation  of  the  5  kHz  sine  wave  requires 
that  either  the  carrier  frequency  be  increased  or  that 
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I     be  decreased.   For  a  carrier  frequency  of  2  00  kHz  and 
for  audio  input  to  the  modulator,  reasonable  choices  for 
j   and  I      are   j  =  4   and  I  -   6  .   This  gives  a  quasi- 
static  sampling  frequency  of  33.3  kHz  and  results  in 
excellent  demodulation  of  audio  signals. 
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VII.   SUMMARY  AND  RECOMMENDATIONS 

Interval  Modulation  (IM)  of  a  sinusoidal  carrier  is 
a  possible  means  of  conveying  the  information  of  a  message 
waveform.   Both  the  modulator  and  the  demodulator  for  the 
IM  signal  are  designed  to  permit  analysis  and  demonstration 
of  this  technique  for  modulating  signals  in  the  audio  fre- 
quency range.   It  should  be  possible  to  extend  the  tech- 
niques utilized  herein  to  permit  IM  of  message  waveforms 
of  higher  frequencies.   To  do  this  might  require  the  use 
of  faster  operational  amplifiers  in  the  modulator  and  the 
use  of  a  phase-locked  loop  with  a  higher  free-running 
frequency  in  the  demodulator. 

The  frequency  spectrum  of  the  IM  signal  consists  of 
distinct  frequency  bands  exhibiting  a  harmonic  relation 
to  the  quasi-static  sampling  frequency.   This  spectrum 
closely  resembles  that  of  a  PDM  type  signal.   Therefore, 
it  may  be  possible  to  gain  further  insight  into  the  IM 
signal  by  performing  a  detailed  analysis  of  the  IM  signal 
in  a  manner  similar  to  that  utilized  in  the  analysis  of 
PDM  signals. 

For  the  communication  of  the  information  in  the  modu- 
lating message  waveform,  it  appears  that  phase-locked  loop 
used  as  the  IM  signal  demodulator  uses  only  one  spectral 
region  (that  associated  with  the  sidebands  of  the  carrier 
frequency) .   Therefore,  it  may  be  possible  to  bandpass 
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filter  the  IM  signal  (with  a  filter  of  adequate  bandwidth 
to  pass  twice  the  maximum  frequency  in  the  message  wave- 
form) such  that  only  the  spectral  region  associated  with 
the  carrier  frequency  is  utilized  in  transmission. 

Successful  demodulation  of  the  IM  signal  requires  that 
the  quasi-static  sampling  frequency  be  at  least  twice  the 
maximum  frequency  contained  in  the  message  waveform  and 
that  the  range  of  variation  of  the  modulation  interval 
be  small  as  compared  to  the  period  of  the  sinusoidal  carrier, 
With  these  requirements  met  it  appears  the  phase-locked 
loop  demodulates  the  IM  signal  by  locking  to  the  spectral 
line  at  the  carrier  frequency  and  lowpass  filtering  the 
modulation  sidebands  surrounding  the  spectral  line  at  the 
carrier  frequency.   The  lowpass  filtering  action  of  the 
phase-locked  loop  is  most  probably  determined  by  the  loop 
bandwidth.   This  leads  to  the  conclusion  that  the  loop 
bandwidth  should  be  sufficient  to  pass  twice  the  maximum 
frequency  contained  in  the  message  waveform.   But,  it 
should  not  be  so  large  as  to  encompass  the  sidebands 
associated  with  other  harmonics  of  the  quasi-static  sampling 
frequency.   The  validity  of  these  conclusions  could  be 
established  with  further  investigation. 

The  merit  of  IM  will  ultimately  be  determined  by  its 
capabilities  and  its  limitations  as  compared  to  other  forms 
of  modulation.   Any  comparison  of  IM  with  other  forms  of 
modulation  will  lead  to  the  investigation  of  the  required 
signal-to-noise  ratio  for  demodulation  of  the  IM  signal. 
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In  conclusion,  the  method  presented  in  this  work  for 
the  generation  and  detection  of  IM  signals  is  not  considered 
to  be  the  only  possible  method,  but  is  a  method  which 
demonstrates  the  feasibility  of  IM  as  a  modulation  technique, 
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APPENDIX  A:   CHARACTERIZATION  OF  THE  INTERVAL  MODULATION 
SPECTRUM  FOR  DC  MODULATING  WAVEFORMS 

The  IM  signal  modulated  by  a  constant  voltage  is 
periodic  with  period  T   and  may  be  expanded  as  a 
trigonometric  Fourier  series.   Denoting  the  IM  signal  by 
s  (t)  ,  then: 


where 


s(t)  =  C   +   E  A.  cos(iw  t)  +   E  B.  sin(iu)  t) 
o    .=1  i       s      .=1  i       s 


t+T 

co  =  ¥-  J      S  s(t)  dt 

S  t 


t+T 

2        S 
A.  -  =r-  /     s(t)cos(iu>  t)  dt  ,   i  =  1,2,3, 

1    Ts  t  S 


t+T 

?       s 
B.  =  ==-  I  s(t)sin(ioj  t)  dt  ,   i  =  1,2,3, 

1    Ts  t  S 


and 


T 

s 


This  results  in  the  following  representation  for  the 
IM  signal  modulated  by  a  constant  voltage: 
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2-rrif  t     °°        2-nif   t 


s(t)  =  CQ  +  E  A.  cos  [jrT^S-]  +  S  B.sin[r-rT 


1=1  o      1=1 


where 


C  =  0 

o 


T       ,  £+x  +i 

o  o 

,  l+x   -i 


Bi  -  "  27  ^+x  +i[sln(2^Ti^-)] 

o  o 

-  l+x   -itsin(2^J-g+3E — )]}   '    i  =  1'2'3' 
o  o 


and  where 


f   =  the  sinusoidal  carrier  frequency 


T  =  the  sampling  period 


j   =  the  number  of  cycles  of  the  sinusoidal  carrier 
in  the  burst  (j  =  1,2,3,...) 


I     =  the  equivalent  number  of  full  cycles  of  the 
sinusoidal  carrier  in  the  burst  and  the 
modulation  interval  combined  (I   =  j  +  k 
where   k  =  0,1,2,...) 


x  =  that  fraction  of  a  cycle  of  the  sinusoidal 
carrier  which  completes  the  modulation 
interval  (0  <_  x   <  1)  . 
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APPENDIX  B:   CIRCUIT  DESCRIPTION  OF  INTERVAL 
MODULATION  SIGNAL  MODULATOR 


The  IM  signal  modulator  contains  a  mixture  of  linear 
and  TTL  integrated  circuits  and  for  that  reason   ±  5  V  dc 
is  used  as  the  power  supply  for  the  circuit.   The  modulator 
consists  of  a  Sample  and  Hold  circuit  (Figure  B.l),  a  Gated 
Ramp  Generator  (Figure  B.2),  a  Differential  Amplifier 
(Figure  B.3),  a  Zero  Crossing  Detector  (Figure  B.4),  an 
Interval  Modulated  Gate  Generator  (Figure  B.5)  ,  a  Burst 
Window  Timing  circuit  (Figure  B.6),  and  a  Gated  Sinusoidal 
Burst  Generator  (Figure  B.7) . 

The  message  waveform  which  produces  the  modulation  of 
the  IM  signal  is  applied  to  the  input  of  the  Sample  and 
Hold  circuit.   A  nominal  voltage  range  for  the  message 
waveform  is  50  mV  to  1000  mV  peak-to-peak,  centered  about 
zero  (the  range  of  amplitude  of  the  message  waveform  con- 
trols the  range  of  variation  of  x(t)).   With  no  input  to 
the  Sample  and  Hold  circuit  the  modulator  free-runs  and 
produces  the  Interval  Modulated  Gate  signal.   But,  when 
power  is  initially  applied  to  the  modulator  it  is  often 
necessary  to  Hkick"  the  Burst  Window  Timing  circuit  to 
initiate  a  sample  of  the  input  signal.   This  is  due  to  the 
fact  that  the  modulator  is  designed  as  a  closed  loop  timing 
chain;  the  completion  of  the  burst  window  triggers  a  sample 
of  the  input,  the  sample  of  the  input  determines  the  time 
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until  the  initiation  of  the  next  burst  window  and,  the 
completion  of  the  next  burst  window  again  triggers  a  sample 
of  the  input.   Therefore,  to  initialize  the  modulator 
it  is  only  necessary  to  disconnect  pin  5,  of  the  last 
one-shot  in  the  Burst  Window  Timing  circuit,  from  +5  V 
and  momentarily  connect  it  to  ground.   This  action  produces 
a  negative  going  edge  which  triggers  the  one-shot  in  the 
Sample  and  Hold  circuit  and  also  clocks  high  the  Q  output 
of  the  JK  flip-flop  used  to  produce  the  Interval  Modulated 
Gate  signal.   Coincident  with  Q  "high",  Q  is  "low"  and 
it  is  Q  which  is  used  to  gate  "on"  the  Gated  Ramp  Generator, 
The  modulator  circuit  is  now  set  in  motion  with  a  sample 
of  the  input  signal  on  one  input  to  the  Differential  Ampli- 
fier and  an  increasing  ramp  signal  from  the  Gated  Ramp 
Generator  on  the  other.   To  allow  for  an  input  to  the 
modulator  which  is  centered  about  zero,  the  ramp  starts 
from  -3  V.   The  50  kft  potentiometer  on  the  Gated  Ramp 
Generator  can  be  varied  to  adjust  the  slope  of  the  ramp 
and  thereby  change  the  basic  interval  between  bursts.   The 
output  of  the  Differential  Amplifier,  crossing  through 
zero,  indicates  that  the  ramp  has  reached  the  level  of  the 
sampled  input  signal.   The  zero  crossing  by  the  Differen- 
tial Amplifier's  output  is  noted  by  the  Zero  Crossing 
Detector  and  produces,  at  the  output  of  the  Zero  Crossing 
Detector,  a  transition  from  a  "one"  level  to  a  "zero"  level. 
The  "zero"  level  from  the  Zero  Crossing  Detector  is  applied 
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to  the  "clear"  of  the  JK  flip-flop  used  to  produce  the 
Interval  Modulated  Gate  signal.   This  terminates  the 
modulation  interval  by  forcing  the   Q   output  of  the 
flip-flop  "low"  and  the  Q  output  "high".   Logically  the 
Q   output  would  be  used  as  the  gate  for  the  Gated  Sinusoidal 
Burst  Generator.   But,  because  of  the  manner  in  which  the 
IEC  F-36  AM/FM  Function  Generator  works  in  "Gated  Mode", 
the   Q   output  is  used  as  the  Interval  Modulated  Gate  signal 
to  control  the  IEC  F-36  AM/FM  Function  Generator  and  produce 
the  IM  signal.   Therefore,   Q  "low"  turns  on  the  IM  signal. 
Now,  since   Q   acts  as  the  gate  for  the  Gated  Ramp  Generator, 
the  ramp  is  turned  off  and  returns  to  -3  V.   The  ramp,  in 
returning  to  -3  V,  produces  another  zero  crossing  (in  the 
opposite  direction)  of  the  output  of  the  Differential 
Amplifier.   This  returns  the  output  of  the  Zero  Crossing 
Detector  "high"  and  removes  the  "clear"  signal  from  the 
flip-flop  used  to  produce  the  Interval  Modulated  gate 
signal.   This  leaves  the  flip-flop  free  to  receive  the 
"clock"  signal  to  terminate  the  burst. 

When  the  Zero  Crossing  Detector  "clears"  the  Burst 
Window  Generator's  flip-flop  the  generation  of  the  delay 
T   between  two  bursts  has  been  completed.   The  length 
of   T   has  then  been  determined  by  the  slope  of  the  ramp 

A 

from  the  Gated  Ramp  Generator  (which  is  set  but  variable) 
and  by  the  amplitude  of  the  sampled  input  signal. 
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With  the  "clearing"  of  the  Burst  Window  Generator's 
flip-flop,  the   Q   output  of  the  flip-flop  goes  "low". 
It  is  this  negative  transition  from  Q  which  is  used  to 
trigger  the  first  one-shot  in  the  Burst  Window  Timing 
circuit.   The  first  one-shot  produces,  as  does  the  second 
one-shot  in  the  Burst  Window  Timing  circuit,  a  pulse  of 
fixed  length  (whose  length  can  be  adjusted  by  changing  the 
setting  of  each  one-shot's  50  kfi  potentiometer).   The 
trailing  edge  of  the  pulse  from  the  first  one-shot  triggers 
a  pulse  from  the  second  one-shot.   The  trailing  edge  of 
the  pulse  from  the  second  one-shot  signifies  the  end  of 
the  burst  window  by  "clocking"  the  Interval  Modulated 
Gate  Generator's  flip-flop  (which  in  turn  removes  the  gate 
from  the  Gated  Sinusoidal  Burst  Generator  and  also  gates 
on  the  Gated  Ramp  Generator)  and  by  triggering  the  one- 
shot  in  the  Sample  and  Hold  circuit.   With  the  initiation 
of  a  new  sample,  the  sequence  of  events  repeats. 

Figures  B.8  through  B.12  are  waveforms  representative 
of  the  above  description  of  the  modulator's  timing  logic. 
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Figure  B.2.   GATED  RAMP  GENERATOR  CIRCUIT 
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Figure    B.3.       DIFFERENTIAL   AMPLIFIER   CIRCUIT 
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Figure  B.4.   ZERO  CROSSING  DETECTOR  CIRCUIT 
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Figure  B.5.   INTERVAL  MODULATED  GATE 
GENERATOR  CIRCUIT 
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Figure    B.7.       GATED   SINUSOIDAL   BURST   GENERATOR 
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Top  Trace: 


4  kHz  sine  wave  input  to  modulator. 
(20  mV/div.,  50  ys/div.) 


Bottom  Trace: 


Output  from  Sample  and  Hold  circuit, 
(20  mV/div.,  50  ys/div.) 
Sampling  rate  of  approximately  40 
kHz  (24.7  ye  <  T   <  25.3  ys) . 
IM  signal  parameters:   f  =  200  kHz, 
j  =  4,  £  =  5,  x  =0,  and 
-0.06  <  x(t)  <_  8.06 
(4.7  ys  •  T  '  '  5.3  ys) . 


Figure  B.8. 


SINE  WAVE  INPUT  TO  MODULATOR  AND 
OUTPUT  OF  SAMPLE  AND  HOLD  CIRCUIT 
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Top  trace:   Output  from  Zero  Crossing  Detector. 
(1  V/div.,  5  ys/div.) 

Bottom  trace:   Output  from  Gated  Ramp  Generator 

(1  V/div. ,  5  ys/div.) 


Figure  B.9.   GATED  RAMP  GENERATOR  TRIGGERING 
ZERO  CROSSING  DETECTOR 
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Top  trace:   Output  from  Zero  Crossing  Detector. 
C2  V/div.,  5  ys/div.) 

Bottom  trace:   Output  from  Interval  Modulated 

Gate  Generator. 
(2  V/div.,  5  us/div.) 


Figure  B.10. 


ZERO  LEVEL  FROM  ZERO  CROSSING  DETECTOR 
TERMINATING  MODULATION  INTERVAL  AND 
INITIATING  BURST  WINDOW 


59 


Top  trace: 


Output  from  final  one-shot  in  Burst 
Window  Timing  Circuit. 
C2  V/div. ,  5  ys/div.) 


Bottom  trace: 


Output  from  Interval  Modulated 

Gate  Generator. 

(2  V/div. ,  5  ys/div.) 


Figure  B.ll. 


TRAILING  EDGE  OF  FINAL  ONE-SHOT  IN 
BURST  WINDOW  TIMING  CIRCUIT  TERMINATING 
BURST  WINDOW  AND  INITIATING  MODULATION 
INTERVAL 
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Top  trace:   IM  Gate  Signal. 

(2  V/div. ,  5  ys/div.) 

Bottom  trace:   IM  Signal. 

(0.1  V/div.,  5  ys/div.) 


Figure  B.12.   IM  GATE  SIGNAL  AND  IM  SIGNAL, 
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APPENDIX  C:   CIRCUIT  DESCRIPTION  OF  INTERVAL 
MODULATION  SIGNAL  DEMODULATOR 

The  IM  signal  demodulator  consists  of  an  IC  phase- 
locked  loop  (Figure  C.l)  and  an  audio  amplifier  (Figure 
C.2).   The  phase-locked  loop  utilizes  ±  5  V  dc  for  power 
and  the  audio  amplifier  utilizes  +12  V  dc.   The  phase- 
locked  loop  accepts  ac  coupled  input  signals  in  the  range 
of  80  mV  to  300  mV  peak-to-peak.   The  output  from  the 
phase-locked  loop  is  ac  coupled  to  the  input  of  the  audio 
amplifier. 

Referring  to  Figure  C.l,  the  phase-locked  loop  is  set 
to  have  a  free-running  frequency   f   of  approximately 
200  kHz.   The  free-running  frequency  is  determined  by  the 
RC  combination  on  pins  8  and  9.   The  loop  filter  consists 
of  an  internal  3 . 6  kfi  resistor  and  an  external  0.0039  yF 
capacitor.   This  produces  a  lowpass  cutoff  frequency  of 
approximately  11  kHz  for  the  loop  filter.   Replacing  the 
0.0039  yF  capacitor  with  a  0.047  yF  capacitor  changes  the 
cutoff  frequency  of  the  loop  filter  to  approximately  450 
Hz. 
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Figure  C.2.   AUDIO  AMPLIFIER  CIRCUIT 
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